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cumstaaces should the fan be stopped while the gas is             at

the test cock or the pressure will at once fall and the          will

be drawn back into the gss box and fire the gas la the
gas Box and scrubber, the explosion caused thereby blowing the
water diit of tlie water seal Mid possibly doing other damage.

